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EXAMPLE—4:33 refers to the July issue, page 
33. 


AEROSOL CANS 
Explode in Warehouse Fire. 6:34 
Fire Involving. 2:65 
AIRCRAFT CRASH FIRES 
Twin-Engine Turbojet, Michigan, March 8, 1987. 4:43 
Firefighting Aircraft, California, Sept. 16, 1987. 4:44 
Military Aircraft Strikes Hotel, Indiana, Oct. 20, 1987. 4:35 
AIRCRAFT FIRES 
Air Ambulance, Colorado, March 27, 1987. 4:44 
EMS Helicopter, North Carolina, Jan. 8, 1987. 4:43 
ALABAMA 


Apartment Building Fire, December 1987. 6:16 
Manufacturing Plant Fire, February 1987. 1:21 
Mobile Home Fire, Jan. 26, 1987. 4:38 
Mobile Home Fire, Feb. 4, 1987. 4:36 

ALARM DELAYED 
Building Closed, Discovery Delayed. 6:35 
Building's Fire Alarm System Inoperative. 2:19 
Discoverer Fought Fire. 6:18 
Discoverer Notified Passing Fire Department Inspector. 6:16 
Discovers Had No Telephone. 4:38 
Employee Telephoned Police Department. 2:17 
Employees Fought Fire. 2:68, 3:30, 6:33, 6:34 
Fire Burned Undetected. 6:33, 6:34 
Fire Burned Undetected and Employee Fought Fire. 6:45 
Heat Detector Functions Improperly. 4:14 
Medical Personnel Fought Fire. 1:17 
Neighbor Misunderstood Request to Phone Fire Dept. 4:38 
Neighbor Thought Fire was Trash Burning. 4:36 
Occupants Attempted Rescue. 4:36, 4:38, 5:60 
Occupants Fought Fire. 1:18, 4:36, 4:37, 4:38, 6:34, 6:35 
Occupants Phoned Security Serv., Which Lacked Fire Dept. 

Phone Number. 2:19 

Phones Inoperative. 5:20 
Puil Stations Malfunction. 4:17 
Sprinkler Water Short-Circuits Alarm Panel. 6:14 
Telephone Switching Station Fire. 6:31 
Telephone Wires Downed by Fire. 4:38 
Vacant Warehouse. 4:43 
Watchman, Employee Investigated Fire. 6:18 
Witness Went Home to Call Fire Department. 4:18 
Workmen Fought Fire. 5:18 

ALARM SYSTEM 
Inoperative, Delays Alarm in Fatal Fire. 2:19 

ALARM SYSTEM NOT A FACTOR IN FIRE 
Not Operational at Time of Fire. 6:34 

ALARMS 


Unwanted, Caused by Smoke Detectors. 1:43 
ALARMS, FALSE 

A Variety of Views on. 1:53 

Causes of. 1:54 

Strategies to Fight Them. 1:41 

MS, FIRE 

Lack of Credibility Toward. 1:54 
ALARMS, NUISANCE 

How One City (Boston) Deals With Them. 1:57 
AMMUNITION 

Explodes During Sporting Goods Shop Fire. 6:45 

Factor in Fatal Store Fire. 6:42 

Weapons Testing Tube, Possible Cause of Fatal Fire. 6:45 
APARTMENT BUILDING FIRES 

California, June 1987. 3:29 

Condemned Building, Newark, N.J. 6:42 

Duplex, Alabama, December 1987. 6:16 

Illinois, December 1987. 6:16 

New York State, a. a 1987. 6:28 

Oregon, May 1987. 3 
APARTMENT COMPLEX FIRES 

Catastrophic, Connecticut, Feb. 20, 1987. 4:36 

Catastrophic, Illinois, Jan. 6, 1987. 4:35 

Catastrophic, Illinois, March 8, 1987. 4:38 

Catastrophic, Iilinois, March 22, 1987. 4:35 

Catastrophic, New York State, March 22, 1987. 4:35 

Catastrophic, Texas, March 22, 1987. 4:38 
APARTMENT FIRES 

Condominium, Wisconsin, August 1987. 4:14 

Duplex, Alabama, December 1987. 6:16 

Indiana, October, 1987. 5:18 

Hollywood, Fla. Dec. 20, 1982. 5:60 

New Hampshire, April 1987. 2:18 
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AQUEOUS FILM-FORMING FOAM 
Effective in Diesel Fuel Fire. 1:22 
Effective on Oil Pipeline Fire. 2:21 
ARIZONA 
Multi-Vehicle Fire, April 20, 1987. 4:44 
Garage Fire, December 1987. 6:14 
Manufacturing Plant Fire, October 1987. 5:21 
Motel Fire, March 1987. 1:19 
Warehouse Fire, July 6, 1987. 6:37 
ARSON 
NFPA Report on U.S. Trends and Patterns. 5:89 
ASHES 
Smolder in Cardboard Box, Fire Cause. 6:16 
ASTM E-84 
As Predictor of Textile Wallcovering Fire Performance. 1:24 
ATLANTA, GA. 
Prison Fire, Nov. 23, 1987. 6:29 
ATTIC 
Fire Began in, Spread Through. 1:21 
Fire Spread Into. 2:18, 5:87 
Fire Spread Through. 6:37 
Undivided, Fire Spread Through. 6:37, 38 
AUTOMOBILE FIRES 
a, Converter Ignites Dry Brush, Fatal Fire, California, 
1987. 4:18 
Engine Overheated, Probable Cause of Fatal Fire, Oregon, 
July 1987. 4:18 
Massachusetts, October 1987. 5:88 
Short Circuit Probable Fatal Fire Cause, Texas, August 1987. 
4:14 


BALLOON 
Hot Air, Fire Involving, June 1987. 3:29 
BALLOON CONSTRUCTION 
Factor in Fatal Fires. 4:41 
BARGE FIRE 
Petroleum Production, Louisiana, March 19, 1987. 4:44 
BARN FIRES 
California, November 1987. 6:19 
Iowa, October 1987. 5:21 
BEDDING 
Fatal Fire Involving. 3:28, 5:60, 6:16 
Hospital, Invoived in Fire. 1:17 
Ignited by Cigarette in Fatal Fire. 6:42 
BERKELEY, CALIF. 
Neighborhood-Size Dwelling Fire, 1923. 4:22 
BIERMANN, RICHARD 
Member Profile Column on. 1:11 
BLEVE 
Propane Tank on Hot Air Balloon, Maryland, June 1987. 3:129 


BOILERS 
Flue Pipe Ignites Wood Ceiling Members. 6:31 
Part Failed, Cause of Explosion. 4:41 
BOMB, SMOKE 
Fire Started by. 2:19 
BOOK REVIEWS COLUMN 
Electrical Fire Analysis. 4:70 
Fire Alarm Signaling Systems Handbook. 3:21 
Fire Service and the Law. 2:76 
First Responder. 2:75 
Industrial Fire Control Concepts. 5:22 
BOSTON, MASS. 
How One City Deals with Nuisance Alarm Problem. 1:57 
BOXES 
Cardboard, Ignited by Furnace. 2:22 
Cardboard, Ignited by Suspected Arsonist. 2:17 
BRANDS 
Carried by Wind, Ignited Structures. 3:129 
BRUNACINI. CHIEF ALAN V 
Member Profile Column on. 4:7 
BRUSH FIRES 
Car's Catalytic Converter Ignites Dry Brush, California, July 
1987. 4:18 
BUILDING CODES 
How to Harmonize Them with Fire Codes. 6:21 
BUILDING-UNDER-CONSTRUCTION FIRES 
Condominium, New Jersey, January 1987. 1:75 
Ontario, Canada, May 1987. 3:31 
Warehouse, Missouri, Nov. 27, 1987. 6:34 
Wyoming, October 1987. 5:87 
BUILDING-UNDER-RENOVATION FIRES 
Duplex. Rhode Island, September 1987. 5:87 
Restaurant, New York State, March 1987. 2:22 
BURGUN, J. ARMAND 


1988 Winner of NFPA Paul C. Lamb Award. 4:45, 5:78 


CABLES 

Involved in Telephone Switching Station Fire. 6:31 
CALIFORNIA 

Aircraft Fire (Firefighting Aircraft), Sept. 16, 1987. 4:44 

Apartment Building Fire, June 1987. 3:27 

Barn Fire, November 1987. 6:19 

Brush and Automobile Fire, July 1987. 4:18 

Dwelling Fires Caused by Forest Fire, May 5. 1987. 6:38 

Fatal Automobile Fire, July 1987. 4:18 

Fatal Sporting Goods Store Fire. 6:42 

Forest Fire, Dwelling Fires, May 5, 1987. 6:38 

Forest, Dwelling Fire, July 29, 1987. 6:38 

Garage Fire, April 14, 1987. 6:37 

Hospital Fire, June 1987. 3:29 


WE HAVE 
OFFICIAL BUSINESS 
IN — 


Protecting the U.S. Capitol and other government buildings 
in Washington is serious business. So, we're particularly 
proud that our products are chosen to be part of the 


fire protection systems that do the job day 
in and day out. 

We're Space Age Electronics, makers 
of a complete family of state-of-the-art 
audio/visual alarm indicators, annunciators 
and other proven lifesafety products. 

For over 16 years, our products 

have been consistently chosen tO» 

protect some of the world’s most 

valuable assets. Contact us now for 

more information, or the distributor 
nearest yOu. 


a 


space age 


ELECTRONICS 


INC. 


Chosen to protect the world’s most valuable assets. 


406 Lincoln Street, Marlboro, MA 01752 
(617) 485-0966 ~~ FAX: (617) 485-4740 


The New MC6A nine iator 


Circle No. 022 on Reader Service Card 





Hotel Fire, December 1987. 6:16 
Manufacturing Plant Fire, July 5, 1987. 4:41 
One Man's View On Polyurethane Foam. 3:68 
Restaurant Fire, March 1987. 2:17 
Roof-Covering Regulations in Wildland Areas. 3:35 
Stable Fire, January 1987. 1:22 
Store Fire, August 1987. 4:14 
Transformer Fire, July 1987. 4:16 
Warehouse Fire, July 25, 1987. 6:35 
Wood Products Manufacturing Plant Fire, June 14, 1987. 6:33 
CAMPER 
On Pickup Truck, Fatal Fire Involving. 4:18 
CAMPFIRE 
Ignites Dead Pine Needles, Starts Forest Fire. 6:38 
CANADA 
Fire Death Plateau in. 5:39 
Store-under-Renovation Fire, July 1987. 4:17 
CANDLE 
Cause of Fatal Fire. 3:29, 5:25 
Fatal Fire Caused by. 6:14 
CARIDEO, FRANK 
Interview With, on Nuisance Alarms. 1:57 
CARPET 
Ignited by Smoke Bomb. 2:19 
CATALYTIC CONVERTER 
Ignites Dry Brush, Fatal Fire Cause. 4:18 
CATASTROPHIC FIRES, U.S. 
1987 Study of. 4:32 
CEILING SPACE 
Fire Spread Through. 6:18 
Smoke Spread Through. 1:19 
CEILING TILE, COMBUSTIBLE 
Fire Spread by. 6:38 
CENTER FOR FIRE RESEARCH (NBS) 
Computer Bulletin Board System (CFR BBS). 3:14 
FIREDOC On-Line Data Base. 3:12 
Fire Research Information Service. 3:12 
CHARLESTON, S.C 
Fatal Dwelling Fire. 6:42 
CHEMICAL PLANT EXPLOSION 
Oppau, Germany, Sept. 21, 1921. 3:54 
CHEMICAL PROCESSING PLANT FIRE 
Texas, Nov. 14, 1987. 4:41 
CHEMICAL REACTION 
Cause of Fire. 3:30 
Cause of Fire in Manufacturing Plant. 4:18 
CHERNOBYL, RUSSIA 
Nuclear Explosion, Fire, April 26, 1986. 5:67 
CHILDREN 
Fatal Fire in Playhouse, Illinois, April 1987. 2:19 
CHILDREN AND CANDLES 
Cause of Fatal Fire. 6:14 
CHILDREN AND CIGARETTE LIGHTER 
Catastrophic Fire Started by. 4:38 
Cause of Fatal Fire. 5:88 
CHILDREN AND MATCHES 
Cause of Fatal Fire. 3:29, 4:33, 4:35, 4:37, 4:38 
CHILDREN, UNATTENDED 
Fatal Fire Involving, Illinois, November 1987. 6:14 
Victims in Fatal Fire, Connecticut, Feb. 20, 1987. 4:38 
Victims in Fatal Fire, Minnesota, October 1987. 6:19 
Victims in Fatal Fire, South Dakota, March 1, 1987. 4:37 
Victims in Fatal Playhouse Fire, April 1987. 2:19 
CHIMNEY 
Unlined, Fire Originated in. 1:17 
CHIMNEY FIRES 
Dwelling, New Hampshire, January 1987. 1:17 
CHUNKING, CHINA 
Riverfront Conflagration, 1949. 3:54 
CIGARETTE 
Careless Disposal of, Cause of Fatal Fire. 6:42 
Cause of Catastrophic Fire. 4:37 
Fatal Fire Started by. 2:19 
Fire Possibly Started by. 6:19 
Fire Started by. 6:16 
Probable Cause of Fatal Fire. 3:28 
CIGARETTE LIGHTER 
Butane, Used By Children in Fatal Fire. 5:88 
Catastrophic Fire Started by. 4:38 
Incendiary Fire Started by. 4:13 
Possible Cause of Fatal Fire. 6:16 
CLOTHING FIRE 
Fatal, Maryland. 5:17 
COBB COUNTY, GA. 
Dwelling, Fire, 1985. 5:60 
CODES, PERFORMANCE 
Money Main Reason Performance Codes Won't Work. 1:14 
COLORADO 
Aircraft Fire (Air Ambulance), March 27, 1987. 4:44 
COMMUNICATION CABINET 
High-Rise Fire Originated in. 1:65 
COMPARTMENTALIZATION 
Slowed Fire Spread. 3:28 
COMPUTER SOFTWARE 
Used in Fire Alarm Systems. 6:49 
CONCEALED SPACE 
Fire Spread Through. 6:18 
Smoke Spread Through. 1:19 
CONDOMINIUM FIRE 
Wisconsin, August 1987. 4:14 
CONDOMINIUM-UNDER-CONSTRUCTION FIRE 
New Jersey, January 1987. 1:75 
CONNECTICUT 
Apartment/Commercial Bldg. Fire, Feb. 10, 1987. 4:38 
Catastrophic Apartment Complex Fire, Feb. 20, 1987. 4:36 
Textile Manufacturing Plant Fire, Dec. 2, 1987. 6:31 
Warehouse Fire, July 8, 1987. 6:34 
COOKING-AND-HEATING EQUIPMENT FIRES 
Broken Fuel Pump Overloads Oil Furnace. 6:14 
Electric Baseboard Heater Ignites Combustibles. 1:17 
Fryer Thermostat Fails, Oil Ignites. 6:38 
Grease in Pizza Oven Vent Ignites, Fatal Fire Cause. 6:18 
Kerosene Heater Ignites When Relighted. 6:16 
Pan Boils Dry, Radiant Heat Ignites Combustibles. 4:36 
Pan of Grease Left Unattended. 4:37, 4:38 


74 


Pan of Grease Overheats. 6:28 

Skillet of Grease Left Unattended. 4:38 

Stove Ignites Combustibles. 2:94 
COURRIERES, FRANCE 

Mine Explosion, 1906. 3:54 
CROP FIELD FIRE 

Harvesting Machine, Georgia, September 1987. 5:87 
CURTAINS 

Do Multi-Layer Draperies Pass the Single-Layer Fire Test? 

5:25 


DALLAS, TEX. 
Fatal Dwelling Fire. 6:42 
DAYTON, OHIO 
Sherwin-Williams Warehouse Fire, May 27, 1987. 2:65 
Warehouse Fire, May 27, 1987. 2:65 
Warehouse Fire, Nov. 27, 1987. 6:26 
DEADBOLT LOCK 
Factor in Fatal Dwelling Fire. 6:42 
DEFINITIONS 
Hostile Environments and Smoke Detectors. 4:53 
Neighborhood-Size Fire. 4:22 
Small Jurisdictional-Size Fire. 4:22 
Large Jurisdictional-Size Fire. 4:22 
DELAWARE 
Dormitory Fire, April 1987. 2:19 
DETECTION DELAYED 
Annunciator Panels Not Readily Accessible. 1:68 
Fire Originated in Unoccupied Area. 1:64 
Fire in Concealed Space. 4:16 
DETECTION SYSTEM NOT A FACTOR IN FIRE 
Not Operational at Time of Fire. 6:34 
DETECTOR, HEAT, SATISFACTORY PERFORMANCE 4:13 
DETECTOR, SMOKE, NOT A FACTOR IN FIRE 
Battery Removed. 4:38 
DETECTORS, HEAT, SATISFACTORY PERFORMANCE 3:28, 
5:17 
DETECTORS, HEAT, UNSATISFACTORY PERFORMANCE 
4:14 
DETECTORS, SMOKE 
1988 Fire Prevention Week Theme. 5:63 
Maintenance of. 1:48 
Photo Beam Detectors in Hostile Environments. 4:53 
Photoelectric, Description of. 1:44 
Proper Placement of. 1:44 
Reducing Sensitivity of. 1:54 
Underwriters Laboratories’ Standards and Tests for. 1:45 
DETECTORS, SMOKE, NOT A FACTOR IN FIRE 
Battery Missing. 5:18 
Battery Not Replaced. 4:35 
Disconnected. 4:36 
Inoperative. 2:20 
Nonoperational, Battery Disconnected. 2:19 
Not in Room of Origin. 2:18 
DETECTORS, SMOKE, SATISFACTORY PERFORMANCE 
1:17, 1:18, 1:19, 4:14, 4:35 
DETECTORS, SMOKE, UNSATISFACTORY PERFORMANCE 
6:18 
DIGITAL ALARM COMMUNICATORS 
Use in Fire Alarm Systems. 4:47 
DISCOVERY DELAYED 
Fire Started in Unprotected Area. 6:26 
Occupants Thought Smoke Due Solely to Smoke Bomb. 2:19 
DISKS & DATA COLUMN 
Accessing On-Line Data Bases. 2:13 
FIREDOC, the NBS/CFR On-Line Data Base. 3:12 
Telecommunications. 1:12 
DISTRIBUTION CENTER FIRE 
Dayton, Ohio, May 27, 1987. 2:65 
DOORS 
House to Garage, Stopped Fire Spread. 4:14 
Lefi Open, Smoke Spread Through. 5:20 
Loading, Open, Contributed to Fire Spread. 6:34 
Locked, Factor in Fatal Night Club Fire, 1942. 6:45 
Open, Catastrophic Fire Spread up. 4:35 
Open, Fire Spread Through. 4:37, 4:38 
DOORS, FIRE 
Closed, Contained Fire. 4:18 
Flammable Liquid Flowed Under, Factor in Fire Spread. 2:73 
Open, Fire Spread Through. 6:37 
DOORS, STAIRWAY 
Open, Smoke and Heat Spread Through. 5:73 
DORMITORY FIRE 
College, Delaware, April 1987. 2:19 
DUCTS 
Exhaust, Fire Spread Through. 6:38 
Fire Spread Through. 6:35 
DUCTS, AIR-CONDITIONING 
Fire Spread Through. 4:16 
DUCTS, HVAC 
Fire Spread Through. 1:64 
DUMPSTER 
Incendiary Fire Started in. 3:27 
DUPONT PLAZA HOTEL FIRE 
Could it Happen Again? Review of Hotel Firesafety. 3:40 
DWELLING FIRE, MAKESHIFT 
Converted Pickup Truck Camper Cab, Minnesota, October 
1987. 6:19 
DWELLING FIRES 
California, Caused by Forest Fire, May 5, 1987. 6:38 
Catastrophic Dwelling Fire, Sept. 3, 1987. 4:36 
Cobb County, Ga., 1985. 5:60 
College Dormitory, Delaware, April 1987. 2:19 
Duplex, Kansas, June 1987. 3:29 
Duplex, New Hampshire, January 1987. 1:18 
Fatal, Milwaukee, Wis., 1987. 4:33 
Greensville, Tex., 1987. 4:3: 
Illinois, November 1987. 6:14 
Maine, January 1987. 1:17 
Maryland, January 1987. 1:18 
Maryland, December 1987. 5:17 


Neighborhood-Size Fire, Berkeley, Calif., 1923. 4:22 
New Hampshire, January 1{%87. 1:17 
New Hampshire, April 1987 
New Jersey, June 1987. : 
Ohio, December 1987. 6: 
Patterns in U.S. Catastrophic Fires, 1987. 4:32 
Pennsylvania, February 1987. 1:18 
Security Device Traps Victims, Charleston, S.C. 6:42 
Texas, November 1987. 5:17 
Underground House, New Hampshire, July 1987. 4:13 
Victims Trapped By Security Devices, Dallas, Texas. 6:42 
DWELLING FIRES, CATASTROPHIC 

Georgia, Dec. 22, 1987. 4:36 

Iowa, Jan. 28, 1987. 4:38 

Maryland, Nov. 26, 1987. 4:35 

Michigan, Sept. 3, 1987. 

Missouri, Jan. 5, 1987. 4:36 

Montana, Feb. 2, 1987 

Nebraska, Jan. 26, 1987. 

New Jersey, April 20, 1987. 4:35 

New Jersey, Nov. 10, 1987. 4:36 

New York State, Jan. 28, 1987. 4:37 

New York State, Feb. 6, 1987. 4:38 

Ohio, July 15, 1987. 4:38 

Ohio, Dec. 18, 1987. 4:36 

Ohio, Dec. 7, 1987. 4:37 

Oregon, Dec. 20, 1987. 4:38 

Pennsylvania, Jan. 10, 1987. 4:37 

Pennsylvania, Nov. 21, 1987. 4:38 

Texas, March 7, 1987. 4:38 

Wisconsin, March 10, 1987. 4:36 

Wisconsin, Sept. 30, 1987 

Wisconsin, Oct. 15, 1987. 4:3: 
DYNAMITE 

Explosion, Manufacturing Plant. 4:41 


EARTHQUAKES 
Coalinga, Calif., 1983. 4:20 
Disaster Combined with Fire in Urban Areas. 4:20 
Morgan Hill, Calif., 1984. 4:20 
Los Angeles City Fire Dept. Preparedness Training for. 2:47 
Post-Earthquake Fire Preparedness Plan, San Francisco, 
California 4:27 
Real-Life Practice Run, Los Angeles, Calif. 4:29 
San Francisco, Calif., 1906. 4:21 
Throughout History, Listing of. 4:25 
Tokyo, Japan, 1923. 4:21 
Use of Richter Magnitude Scale to Measure. 4:28 
Whittier, Calif., 1987. 4:20 
EDITORIALS 
Fire Deaths... The Tragedy Continues. 4:4 
Fire Prevention Week and Smoke Detectors. 5:6 
Large-Loss Fires of 1987. 6:6 
Let's Make Sure Firesafety is Not an Afterthought. 2:6 
NFPA Adopts New Edition of Life Safety Code. 1:6 
Three New Sections Signal Growth. 3:4 
ELECTRICAL EQUIPMENT FIRES 
Baseboard Heater Ignites Combustibles. 1:17 
Climate-Control Wall Unit Malfunctions. 1:19 
Defective Light Fixture Ignites Combustibles. 6:35 
Defibrillator Paddles Cause Arc, Apparent Fire Cause. 1:17 
Dip Tank Coil Heater Overheats. 6:31 
Extension Cords, Probable Fire Cause. 5:76 
Fan, Box, Spreads Fire. 5:18 
Fan Motor Fails, Ignites Combustibles. 5:61 
Fryer Thermostat Fails, Oil Ignites. 6:38 
Heating Blanket Malfunctions. 1:22 
Light Fixture Malfunctions. 1:19 
Metal Halide Lamp Bursts, Ignites Combustibles. 2:22 
Microwave Oven Cord Short-Circuits. 1:18 
Space Heater Ignites Bedding. 5:60 
Space Heater Ignites Sofa Upholstery. 6:42 
Towel on T.V. Set Ignites from Heat. 6:45 
Wal! Heater Malfunctions. 6:37 
Wax Mixer/Heater Motor Overheats, Ignites Paraffin. 6:18 
EL!.Ci RICAL FIRES 
Arc Ignites Bedding. 1:17 
Arc Ignites Combustibles. 3:28 
Arc Ignites Flammable Vapors. 3:29 
Arc Ignites Lacquer Vapors, Probable Fire Cause. 5:18 
Arc Ignites Refrigerator Insulation. 4:14 
Arc Ignites Toluene Vapors. 2:17 
Arc Ignites Transformer Oil. 4:16 
Arc in Light Fixture Ignites Ceiling Tile. 2:17 
Arc or Spark from Cow Trainer, Possible Fire Cause. 5:87 
Christmas Tree Lights Short-Circuit, Ignite Tree. 4:: 
Crane Came in Contact with Electric Power Line. 1:22 
Damaged Cord Short-Circuits, Ignites Combustibles. 4:16 
Electrical Equipment Fire Transformer. 4:16 
Electrified Sign Short-Circuits. 4:16 
Extension Cord Short-Circuits, Ignites Combustibles. 4:13 
Fault Ignites Desktop Word Processor Plastic Housing. 2:20 
Faulty Wiring. 4:38, 6:45 
Fire From Floor Outlet Ignites Sofa. 4:38 
Fuse Box Explodes. 6:35 
Microwav2 Oven Cord Short-Circuits. 1:18 
S uc oom Electrical Panel Short-Circuits. 4:13 
Sno .. C.rCuw Ignites Spray Paint, Cleaner, Oils. 6:33 
Short Circuit in Car, Probable Fatal Fire Cause. 4:14 
Short Circuit in Garbage Disposal Ignites Wiring. 4:14 
Short Circuit Under Tractor Causes Forest Fire. 6:38 
ELECTRICAL POWER FAILURE 
Manufacturing Process Stopped by, Fire Results. 6:18 
ELECTRICAL SAFETY COLUMN 
1987 NEC Ampacity Tables for Underground Installations. 
2:77 
Calculating Underground Conductor Capacity. 3:17 
Hazardous Locations and Electrical Equipment, Part 2. 5:14 
Minimizing Hazards of Transformer Fires. 1:73 
Mixing Hazardous Locations & Electrical Equipment. 4:63 
Using Neher-McGrath Method. 3:17 
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ELECTRICAL-EQUIPMENT FIRES 
Arc from Cauterizer Ignites Oxygen-Saturated Fabric. 3:28 
Freezer Cord Short-Circuits. 4:38 
Iron, Defective. 4:35 
Stove Malfunctions in Catastrophic Fire. 4:38 
Transformer. 4:16 
ELECTRONIC EQUIPMENT 
Fire Caused by Malfunction. 2:20 
EVACUATION 
Area Plus High School. 1:21 
Area, Successful. 2:20 
Condominium, Successful. 4:14 
High-Rise Office Building, Successful. 2:20 
Hospital ICU, Successful. 1:22, 1:17 
Hospital, Successful. 3:28 
Hotel, Successful. 5:20 
Subdivision, Successful. 2:21 
Supermarket, Successful. 5: 
Warehouse, Successful. 2: 
EXPLOSION 
Boiler, Part Failure. 4:41 
Butane. 4:41 
Petroleum (on Barge). 4:44 
Propane Gas. 4:41 
EXPLOSION AND FIRE 
Carbon Disulfide Ignited by Chemical-Tank Heater. 6:31 
Dynamite Manufacturing Plant. 4:41 
Gasoline Vapors Ignited. 3:29, 6:14 
Hydrogen, Nuclear Plant, Russia, May 14, 1986. 5:67 
LP-Gas Leak, Cause of Fatal Fire. 4:18 
LP-Gas Pipeline Break. 2:20 
LP-Gas Cylinders Being Purged and Filled. 2:20 
Motor Home. 3:29 
Natural Gas Leak. 4:41 
EXPLOSIONS 
Aerosol Cans. 2:69 
Aerosol Cans, in Warehouse Fire. 6:34 
Ammunition, Sporting Goods Shop Fire. 6:45 
Boiler in Manufacturing Plant Fire. 6:31 
Chemical Manufacturing Plant. ¢ 
During Manufacturing Plant Fire. 6:31 
Illegal Fireworks Manufacturing. 3:28 
In Chemical Manufacturing Plant Fire. 6:31 
Propane and Acetylene Tanks, During Fire. 6:37 
EXPLOSIONS AND FIRES 
Deadliest in United States in 1900s. 3:48 
EXTINGUISHER, PORTABLE, UNSATISFACTORY PERFOR- 
MANCE 2:68 
EXTINGUISHERS 
Lack of, Possible Factor in Fatal Fire Spread. 6:19 
EXTINGUISHERS, CARBON DIOXIDE, UNSATISFACTORY 
PERFORMANCE 6:18 
EXTINGUISHERS, DRY CHEMICAL, 
PERFORMANCE 5:21 
EXTINGUISHERS, DRY POWDER, SATISFACTORY PERFOR- 
MANCE 5:17 
EXTINGUISHERS, PORTABLE 
Effective in Hospital Fire. 3:28 
Effective in School Fire. 4:13 
EXTINGUISHING SYSTEM 
Dry Chemical, Unsatisfactory Performance. 6:38 


FABRIC 
Oxygen-Saturated Linen Ignited by Cauterizer. 3:28 
FALSE ALARMS (SEE ALSO UNWANTED ALARMS) 
A Variety of Views on. 1:41 
Caused by Smoke Detectors. 1:43 
Causes of. 1:54 
FANS, BOX 
Spread Fire. 5:18 
FIELD FIRE 
Harvesting Machine, Georgia, September 1987. 
FIRE ALARM SYSTEMS 
Digital Alarm Communicators, Use of. 4:47 
History of. 4:47 
Inoperative, Delays Alarm in Fatal Fire. 2:19 
Use of Computer Software in. 6:49 
FIRE BRIGADE 
Responds to Warehouse Fire. 2:67 
Hospital, Effective. 1:17 
FIRE DEATHS 
In Catastrophic Fires in Non-Residential U.S. Structures, 
1987. 4:41 
In U.S. Catastrophic Non-Structure Fires, 1987. 4:43 
North America Plateau, 1982-88. 5:39 
Patterns in U.S. Catastrophic Fires, 1987. 4:33 
Residential, in 1987 U.S. Catastrophic Fires. 4:35 
FIRE DEATHS, U.S. 
In Home, NFPA Report on. 3:90 
FIRE DEPARTMENT OPERATIONS HAMPERED 
Access Limited. 6:33 
Access to Fire Limited by Smoke. 1:64 
Aerial Equipment Could Not Reach Fire Area. 1:64 
Aerosol Cans Rocketed from Building. 2:69 
Area of Fire Origin Concealed. 6:31 
Box Spring Blocked Doorway. 4:35 
Chemicals Intensify Fire. 6:31 
Concrete Floors Expanded, Weakened Walls. 6:35 
Concrete Floors Inhibited Ventilation. 6:34 
Deadbolt Lock on Apartment Door. 5:18 
Delay in Shutting Down Electrical Power. 1:22 
Difficulty Locating Fire. 2:20 
Firefighters Confused by Building Conversion. 6:29 
Floor Collapses. 1:64 
Forced to Draft Water from Pond. 5:18 
Hazardous Materials. 6:37 
Heavy Smoke. 5:18 
House in Woods at End of Long Driveway. 4:13 
Hydrant Inoperative, Not Connected. 3:31 
Hydrant Access Blocked by Fire. 3:31 
Inability to Ventilate Building. 6:31 
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Inaccessible Oxygen Shut-Off Valve. 1:17 
Intense Heat. 4:14, 6:35, 6:37, 6:38 
— of Information on Telephone Switching Equipment. 
6:31 
Lack of Water. 3:31, 6:37, 6:38 
Large Concentration of Hazardous Materials. 6:35 
Layout of Building Not Known. 6:31 
Locked Doors in Office Building. 1:66 
Low Water Pressure. 1:64, 2:20 
Ongoing Forest Fires, Rugged Terrain 6:38. 
Prison Riots. 6:29 
Pumper Ran Out of Water, Hydrant Defective. 6:18 
Radiant Heat, Collapsing Walls. 2:93 
Road Access Problems. 6:38 
Security Bars Prevented Entrance. 6:42 
Security Devices Delayed Entry. 6:45 
Shortage of Suppression Resources. 6:38 
Stairways Impassable Due to Smoke, Heat. 5:74 
Stored Materials Restricted Access. 6:31 
Strong Winds. 6:35 
Unabated LP-Gas Flow. 1:22 
Underground House Prevented Topside Ventilation. 4:13 
Water Run-off Threatened Watershed. 2:70 
FIRE DEPARTMENTS 
Los Angeles, Calif., City, Profile of. 2:42 
Los Angeles, Calif., County, Profile of. 2:48 
FIRE DRILLS 
Factor in Successful Evacuation. 2:70 
FIRE FATALITIES 


In Catastrophic Fires in Non-Residential U.S. Structures, 


1987. 4:41 
In U.S. Catastrophic Non-Structure Fires, 1987. 4:43 
Patterns in U.S. Catastrophic Fires, 1987. 4:33 
Residential, in 1987 U.S. Catastrophic Fires. 4:35 
FIRE LOSS, U.S 
In 1987. 5:33 
FIRE MODELS 
Use of, to Fight Fires. 6:13 
FIRE PREVENTION WEEK 
1988 Theme: Smoke Detectors, A Sound You Can Live With. 
5:63 
Gearing Up for 1988. 3:111 
Test Your Detector, 1988 Theme. 3:111 
FIRE PROTECTION SYSTEMS 
Fail to Contain Major Fire in Early Stages. 2:93 
FIRE RECORD 1:17, 2:17, 3:27, 4:13, 5:17, 6:14 
FIRE STATISTICS 
NFPA Fire Analysis Div.‘s One-Stop Data Shop. 3:90 
Reports Answer Questions Members Ask Fire Analysis Div. 
3:87 
FIRE TESTS 
ASTM E-84 and Performance of Textile Wall Coverings. 1:24 
Aluminum Curtain Walls. 3:75 
Connected Plates in Lumber. 2:60 
Hotel Sprinkler System. 3:45 
Single-Layer vs. Multi-Layer Draperies. 5:25 
Wood Truss Assemblies. 2:60 
FIRE-TRAINING STRUCTURE FIRES 
Michigan, Oct. 25, 1987. 4:48 
FIREBOMBS 
Cause of Incendiary Fire. 1:20 
FIREPLACE 
Fire Started in, Occupant Used Flammable Liquids. 4:36 
FIRESAFETY, RESIDENTIAL 
Rules for Firesafe Residential Behavior. 4:34 
FIRESTOPPING 
Lack of, Factor in Fire Spread. 1:19 
FIREWORKS 
Accidents Involving, 1987 U.S. Experience With. 4:56 
Cause of Warehouse Fire. 6:37 
Explosion During Illegal Manufacture. 3:28 
Fire Involving, Arizona, July 5, 1987. 4:57 
Fire Involving, Chicago, Ill. July 4, 1987. 4:57 
Fire Involving, Romulus, Mich., July 4, 1987. 4:57 
Injuries Reported to Hospital Emergency Rms., 1974-87. 4:62 
NFPA Revises 1124 Code on, 1988. 4:58 
FISHER, MARTIN 
Interview With, on Nuisance Alarms. 1:57 
FLAMMABLE, COMBUSTIBLE LIQUIDS FIRES 
Automobile Paints, Lacquer, etc. 2:65 
Carbon Disulfide Ignited by Chemical-Tank Heater. 6:31 
Class 1-B Liquid Spilled. 6:34 
Diesel Fuel Damages Crane in Pier Fire. 1:22 
Gasoline Vapors Ignited by Propane Heater. 1:75 
Fatal Fire in Fire-Training Structure. 4:43 
Gasoline. 3:29, 4:41, 6:14, 6:35 
Kerosene. 6:16 
Lacquer. 5:18 
Lacquer Thinner. 6:34 
Methyl Alcohol, Vapors Ignited by Lab Burner. 5:17 
Naptha, Paint Thinner, Lighter Fluid. 5:18 
Paint Chemicais Ignited by Forklift Engine, Ohio, 1987. 6:26 
Petroleum (on Barge). 4:44 
Propane. 2:20, 2:22 
Rocket Fuel. 4:41 
Spray Paint, Cleaner, Oils. 6:33 
Toluene Used to Remove Floor Adhesive. 2:17 
FLASHOVER 
Dwelling Fire, Maryland, Nov. 26, 1987. 4:35 
Dwelling Fire, Oregon, Dec. 20, 1987. 4:38 
Fatal High-Rise Fire, New York, N.Y., Jan. 11, 1988. 5:76 


FLOORS 
Collapses During High-Rise Fire. 1:64 
Oil-Soaked, Factor in Fire Spread. 6:34 
Oil-Soaked, Factor in Manufacturing Plant Fire. 6:31 
FLORIDA 
Fatal Dwelling Fire, Dec. 20, 1982. 5:60 
Offices, Restaurant Fire, Dec. 6, 1987. 6:38 
Service Station Fire, May 11, 1987. 4:41 
FOAM, POLYURETHANE 
Should it be Banned? 3:68 
FOREST FIRES 
Oregon, July 14, 1987. 6:38 
Oregon, Aug. 30, 1987. 6:38 


Peshtigo, Wis., Oct. 8, 1871. 3:51 
FORT LAUDERDALE, FLA. 

Field Tests of Hotel Sprinkler Systems. 3:45 
FRANCE 

Mine Explosion, Courrieres, 1906. 3:54 
FURNITURE 

Couch, Fire Involving. 6:14 

Couch Ignited by Baseboard Heater. 1:17 
FURNITURE, UPHOLSTERED 

Catastrophic Fire Involving. 4:35, 4:36 

Couch, Fire Involving. 6:14 

Couch, Ignited by Baseboard Heater. 1:17 

Couch, Ignited by Extension Cord Fire. 5:76 

Sofa, Ignited by Space Heater. 6:42 


GARAGE FIRES 
Attached, Arizona, December 1987. 6:14 
Attached, Illinois, November 1987. 6:14 
Carport, Texas, August 1987. 4:14 
GARAGE, PARKING, FIRE 
California, April 14, 1987. 6:37 
GARAGE, RESIDENTIAL, FIRES 
Arizona, December 1987. 6:14 
Carport, Attached, Texas, August 1987. 4:14 
Illinois, November 1987. 6:14 
GARLAND, TEX. 
Warehouse, Fire, Oct. 8, 1987. 6:26 
GAS 
LP, Tank Fire Involving. 1:22 
Natural, Explosion and Fire. 3:27, 4:41 
Natural, Ignited by Spark. 6:35 
Propane, BLEVE, on Balloon. 3:129 
Propane, Explosion. 4:41, 4:44 
Propane, Explosion and Fire. 2:20, 3:129 
Propane, si 
Propane, . 2:22 
GAS DISTRIBUTION PLANT FIRE 
Propane, New York State, April 1987. 2:20 
GAS EXPLOSION 
Natural. 4:41 
Propane. 4:41, 4:44 
GAS FIRES 
Natural. 4:41 
Propane. 2:22 
GAS FIRES AND EXPLOSIONS 
Butane. 6:2 
LP-Gas Pipeline Break. 2:20 
Natural Gas. 4:41 
Propane. 4:44 
Propane Gas Cylinder Leak. 2:20 
Propane Leak Ignites Pilot Light. Leak, Montana, June 1987 
3:27, 3:29 
Propane Leak, Fatal Fire Cause. 4.18 
GAS LEAK 
Propane, Fire Cause. 2:22 
Natural Gas, Cause of Explosion and Fire. 3:27, 4:41 
Natural Gas, Cause of Fire. 6:35 
Propane, Cause of Explosion. 4:41 
Propane, Cause of Explosion and Fire. 2:20, 3:29, 4:44 
Propane, Cause of Explosion and Fatal Fire. 4:18 
GAS LINE 
Damaged, Causes Leak, Fire, and Explosion. 4:44 
Valve Damaged, Causes Explosion and Fire. 3:27 
GASOLINE 
Vapors Ignite in Fatal Fire. 6:14 
GASOLINE FIRES 
Storage Tank. 6:35 
GASOLINE VAPORS 
Ignited by Propane Heater. 1:75 
GENERATOR FIRE 
Oil Sprayed on Motor, Apparent Fire Cause. 5:20 
GEORGIA 
Catastrophic Dwelling Fire, Dec. 22, 1987. 4:36 
Harvesting Machine Fire. 5:87 
Warehouse Fire, Oct. 27, 1987. 6:35 
GERMANY 
Explosion, Chemical Plant, Sept. 21 
GREENSVILLE, TEX. 
Fatal Dwelling Fire, 1987. 4:33 


HALON 
Conference on Ozone Issue, Switzlerland, June 1988. 6:47 
HALON-OZONE ISSUE 
Update on. 2:23 
HARRY C. BIGGLESTONE AWARD 
1988 Recipient of. 4:45 
HAY: 
Ignited in Incendiary Barn Fire. 6:19 
HEALTH CARE FACILITIES 
Keep Firesafety in Perspective. 3:15 
HEALTH CARE FACILITY FIRES 
Home for Mentally Handicapped, Ohio, June 1987. 3:28 
Hospital, Virginia, January 1987. 1:17 
Psychiatric Institution, Pennsylvania, March 1987. 2:18 
HEATER, GAS-FIRED INFRARED 
Ignites Combustibles. 1:21 
HEATER, KEROSENE 
Fatal Fire Involving. 6:16 
HEATERS, ELECTRIC 
Baseboard, Ignited Couch. 1:17 
Catastrophic Fire Involving. 4:35 
Ignited Sofa. 4:36 
HEATERS, GAS-FIRED 
Cause of Fatal Fire. 4:38 
Fatal Fire Involving. 4:33 
Propane Heater Ignites Gasoline Vapors. 1:75 





HEATING-AND-COOKING EQUIPMENT FIRES 
Broken Fuel Pump Overloads Oil Furnace. 6:14 
Electric Baseboard Heater Ignites Combustibles. 1:17 
Electric Heater. 5:60 
Electric Space Heater. 4:35, 6:42 
Electric Stove Ignites Combustibles. 2:94 
Electric Wall Heater Malfunctions. 6:37 
Furnace Heating System Fails, Pc 
Furnace Ignites € Yombustibles. 2:2! 
Gas-Fired Infrared Heater Ignites Cc ombustibles. 1:21 
Gas Space Heater, Improperly Connected. 4:33 
Grease in Pizza Oven Vent Ignites, Fatal Fire Cause. 6:18 
Heat from Boiler Vent to Wood Framing, Probable Fire 

Cause. 6:16 
Heating System Ignites Wooden Basement Wall. 4:37 
Kerosene Heater Ignites When Relighted. 6:16 
Malfunctioning Chemical-Tank Heater. 6:31 
Propane Heater Ignites Gasoline Vapors. 1:75 
U.S. Patterns and Trends, NFPA Report. 3:89 

HIGH-RISE BUILDING FIRES 
Montreal, Canada, Oct. 26, 1986. 1:64 

HIGH-RISE FIRES 
New York, N.Y., Jan. 11, 1988. 5:72 

HIGH-RISE OFFICE BUILDING FIRES 
Montreal, Canada, Oct. 26, 1986. 1:64 

HOLLYWOOD, FLA. 

Dwelling Fire, Dec. 20, 1982. 5:60 

HOME-FOR-AGED FIRES 
Security Device Traps Victims, Pittsburgh, Pa. 6:45 

HOME-FOR-MENTALLY-RETARDED FIRES 
Ohio, Jan. 24, 1987. 4:41 
Pennsyivania, Sept. 25, 1987. 4:41 

HONKEIKO, MANCHURIA 
Mine Explosion, April 26, 1942. 3:54 

HOSPITAL FIRES 
California, June 1987. 3:27 
Massachusetts, May 1987. 3:28 
Virginia, January 1987. 1:17 

HOSTILE ENVIRONMENTS FOR SMOKE DETECTORS 
Definition of. 4:53 

HOTEL FIRES 
California, December 1987. 6:16 
Catastrophic, Indiana, Oct. 20, 1987. 4:35 
Causes of Death in, 1981-1985. 3:46 
Deaths and Injuries Lower, 1982-1988. 3:40 
Dupont Plaza, San Juan, P.R., Could it Happen Again? 3:40 
Massachusetts, October 1987. 5:20 
MGM Grand, Las Vegas, Nev., Could it Happen Again? 3:40 
Tennessee, June 1987. 3:28 

HOTEL, MOTEL FIRE PROTECTION 
Update on, 1988. 3:40 


sible Fire Cause. 6:33 


y, 1988 Update on. 3:40 


Fire ‘Spread through. 4:16 
Smoke Spread through. 3:28 


ee 

ILLINOIS 
Apartment Building Fire, December 1987. 6:16 
Appliance Store Fire, June 1, 1987. 6:37 
Barn, California, November 1987. 6:19 
Catastrophic Apartment Building Fire, March 8, 1987. 4:38 
Catastrophic Apartment Compex Fire, Jan 6, 1987. 4:35 
Catastrophic Apartment Complex Fire, March 22, 1987. 4:35 
Children’s Playhouse Fire, April 1987. 2:19 
Fatal Dwelling Fire, November 1987. 6:14 
Manufacturing Plant Fire, August 1987. 4:16 
Manufacturing Plant Fire, September 1987. 5:21 
Meat Product Plant Fire, Feb. 17, 1987. 6:31 
School Fire, July 1987. 4:13 

INCENDIARY (SUSPICIOUS) FIRES 
Apartment Complex, Illinois, Jan. 6, 1987. 4:35 
Barn, California, November 1987. 6:19 
Building-Under-Demolition, Wyoming, October 1987. 5:87 
Catastrophic, Dwelling, Michigan, Sept. 3, 1987. 4:36 
Dwelling, Charleston, S.C. 6:42 
Dwelling, New Jersey, April 20, 1987. 4:35 
Health Care Fac. for Mentally Handicapped, Ohio, June 1987. 

3:28 
In U.S., 1987. 5:41 
Library, Vermont, October 1987. 6:14 
Lumberyard, Mill, Maryland, Nov. 11, 1987. 6:37 
Prison, Atlanta, Ga., Nov. 23, 1987. 6:29 
Prison, Lousiana, 1987. 6:29 
Psychiatric Institution, Pennsylvania. 2:18 
Restaurant, March 1987. 2:17 
School, Illinois, July 1987. 4:13 
School, Washington State, June 1987. 3:27 
Shopping Center, Tennessee, December 1987. 6:19 
Smoke Bomb, Dormitory, Delaware, April 1987. 2:19 
Store, North Carolina, January 1987. 1:20 
Warehouse Complex, Michigan, March 12, 1987. 4:43 
Warehouse, Garland, Texas, Oct. 8, 1987. € 6:34 
Warehouse, Pennsylvania, December 1987. 6:19 
Warehouse-Under-Construction, Missouri, Nov. 27, 1987 
6:34 

INDIANA 
Catastrophic Hotei Fire, Oct. 20, 1987. 4:35 
Dairy Products Manufacturing Plant Fire, April 30, 1987. 6:33 
Department Store Fire, March 1987. 2:20 
Fatal Apartment Fire. 5:18 

INTERIOR FINISH 
Cloth, Helped Spread Fire and Smoke. 6:45 
Combustible, Fire Spread by. 4:16 

INTOXICATION 
Factor in Catastrophic Fire. 4:37, 4:38 
Factor in Hotel Fire. 6:16 
Possible Factor in Fatal Automobile Fire. 4:18 
Possible Factor in Fatal Fire. 2:19, 3:28, 6:18 

IOWA 
Barn Fire, October 1987. 5:21 
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Catastrophic Dwelling Fire, Jan. 28, 1987. 4:37 
Multi-Use Occupancy Fire, November 1987. 6:18 
Restaurant Fire, November 1987. 6:18 
JAILS 
Security Devices Pose Firesafety Problems in. 6:76 
JAPAN 
Tokyo-Yokohama Post-Earthquake Fire, Sept. 1, 1923. 3:49 
JENSEN, ROLF H. 
1988 Winner of NFPA Standards Medal. 5:78 
Member Profile Column on. 3:8 
JUVENILE FIRESETTING 
Cause of Apartment Building Fire. 3:29 


KANSAS 
Dwelling Fire, June 1987. 3:29 


LABORATORY FIRES 
Indiana, 1987. 5:17 
Washington State, June 1987. 3:31 
LARGE-LOSS FIRES 
1987, Editorial on. 6:6 
LARGE-LOSS FIRES, U.S 
1987, Study of. 6:24 
LARGE-LOSS-OF-LIFE FIRES (10 OR MORE DEATHS) 
Wisconsin (Dwelling) (12). 4:35 
LARGE-LOSS-OF-LIFE FIRES AND EXPLOSIONS 
In United States During the 1900s (50 or More Deaths). 3:48 
LEARN NOT TO BURN FOUNDATION 
The Vision Becomes A Reality. 3:62 
LEARN NOT TO BURN PROGRAM 
Success in Spartanburg County, S.C. 3:11 
LEGISLATION 
Proposed US Hotel/Motel Firesafety Act. 3:40 
LETTERS 1:8, 2:8, 3:6, 4:6, 5:4, 6:4 
LIBRARY FIRES 
Montana, June 1987. 3:27 
Vermont, October 1987. 6:14 
LIFE SAFETY CODE 
NFPA Adopts New Edition of. !:6 
LIGHTER, BUTANE 
Used by Children to Ignite Fatal Fire. 5:88 
LIGHTNING 
Cause of Forest Fires. 6:38 
Cause of Gasoline Tank Fire. 6:35 
LOS ANGELES, CALIF. 
Description of (re 1988 NFPA Annual Meeting). 2:32 
Fire Department (City), Profile of. 2:42 
Test of Emergency Response in 1987 Earthquake. 4:2! 
LOUISIANA 
Multi-Vehicle Fire, Aug. 16. 1987. 4:44 
Petroleum Barge Explosion, March 19, 1987. 4:44 
Prison Fire, 1987. 6:29 
LUMBERYARD FIRES 
Illinois, 1987, Ignites Manufacturing Plant. 5:21 
Maryland, Nov. 11, 1987. 6:37 


MAINE 
Dwelling Fire, January 1987. 1:17 
LP-Gas Explosion Cause of Fatal Fire, July 1987. 4:18 
MANCHURIA, CHINA 
Mine Explosion, April 26, 1942. 3:54 
MANUFACTURING PLANT FIRES 
Building Trusses, New York State, Jan. 18, 1987. 6:33 
Chemicals, Pampa, Texas, Nov. 14, 1987. 6:25, 6:31 
Chemical, South Caroline, August 1987. 4:18 
Chemicals, Utah, Dec. 26, 1987. 4:41 
Clocks and Watches, Illinois, September 1987. 5:21 
Dairy Products, Indiana, April 30, 1987. 6:33 
Electronic Equipment, Texas, Aug. 13, 1987. 6:31 
Explosives, Pennsylvania, Dec. 15, 1987. 4:41 
Furniture, Massachusetts, April 16, 1987. 6:34 
Iron and Steel, Ohio, April 22, 1987. 6:33 
Kitchen Counter Tops, Arizona, October 1987. 5:21 
Massachusetts, Jan. 12, 1987. 6:31 
Meat Products, Illinois, Feb. 17, 1987 
Metal Products, Ohio, Nov. 21, 1987. 6:3: 
Multi-Tenant, Massachusetts, March 23, 1987. 6:31 
Oil Refinery Pump Parts, Texas, November 1987. 6:18 


Paperboard, California, July 5, 1987. 4:41 

Plastic Products, Alabama, February 1987. 1:21 

Textiles, Connecticut, Dec. 2, 1987. 6:31 

Textiles, Illinois, July 1987. 416 

Wood Products Mill, Oregon, Nov. 8, 1987. 6:33 

Wood Products, California, June 14, 1987. 6:33 
MARYLAND 

Catastrophic Dwelling Fire, Nov. 26, i987. 4:35 

Dwelling Fire, January 1987. 1:18 

Fatal Clothia:3 Fire, Victim Accidentally Set Fire with Match. 

5:17 

Fatal Dwelling Fire, 1987. 4:33 

Fatal Dwelling Fire, December 1987. 5:17 

Hot Air Balloon Fire, June 1987. 3:129 

Lumberyard, Mill Fire, Nov. 11, 1987. 6:37 
MASSACHUSETTS 

Automobile Fire, October 1987. 5:88 

Cocoanut Grove Night Club Fire, Boston, Mass., 1942. 6:45 

Furniture Manufacturing Plant Fire, April 16, 1987. 6:34 

Hospital Fire, May 1987. 3:28 

Hotel Fire, October 1987. 5:20 

Manufacturing Plant Fire, Jan. 12, 1987. 6:31 

Manufacturing Plant Fire, March 23, 1987. 6:31 

Supermarket Fire, September 1987. 5:20 


MATCHES 
Accidental Cause of Fatal Fire. 5:17 
Used by Patient to Start Fire. 3:28 
Used by Psychiatric Patient to Start Fire. 2:18 
MATTRESS 
Ignited by Cigarette. 2:19 
MELDRUM, DONALD 
Member Profile Column on. 2:11 
MEMBER PROFILE COLUMN 
Biermann, Richard. 1:11 
Brunacini, Chief Alan V. 4:7 
Jensen, Rolf H. 3:8 
Meldrum, Donald. 2:11 
Morris, Richard. 6:9 
Snell, Dr. Jack E. 5:9 
MEMBERS’ FORUM COLUMN 
Using Fire Models to Fight Fires. 6:13 
Combine Detection, Alarm, Suppression. 5:13 
Health Care Firesafety: Keeping It in Perspective. 3:15 
Money Main Reason Performance Codes Won't Work. 1:14 
Regulations Useless Unless Taught, Enforced. 4:10 
Your Heritage is at Stake—Protect It! 2:14 
MGM GRAND HOTEL FIRE 
Could it Happen Again? Review of Hotel Firesafety. 3:40 
MICHIGAN 
Aircraft Post-Crash Fire, March 8, 1987. 4:43 
Catastrophic Dwelling Fire, Sept. 3, 1987. 4:36 
Fire-Training Structure Fire, Oct. 25, 1987. 4:43 
Office Building Fire, Nov. 3, 1987. 6:37 
School Fire, March 1987. 2:17 
Warehouse Complex Fire, Michigan, March 12, 1987. 4:43 
Warehouse Fire, March 14, 1987. 6:35 
MILWAUKEE, WIS. 
Multiple-Death Dwelling Fire, 1987. 4:33 
MINNESOTA 
Fire in Pickup Truck Camper Cab Used as Makeshift Dwell- 
ing, October 1987. 6:19 
Warehouse Fire, March 1987. 2:22 
MISSOURI 
Catastrophic Dwelling Fire, Jan. 5, 1987. 4:36 
Warehouse Fire, Sept. 22, 1987. 6:35 
Warehouse-Under-Construction Fire, Nov. 27, 1987. 6:34 
MOBILE HOME FIRES 
Catastrophic, Alabama, Feb. 4, 1987. 4:36 
Catastrophic, Alabama, Jan. 26. 1987. 4:37 
Catastrophic, Oklahoma, Jan. 8, 1987. 4:36 
Catastrophic, Pennsylvania, Feb. 12, 1987. 4:38 
Catastrophic, South Carolina, Feb. 16. 1987. 4:38 
Catastrophic, Texas, Nov. 27, 1987. 4:36 
Catastrophic, West Virginia, Sept. 24, 1987. 4:36 
MOLOTOV COCKTAIL 
Cause of Catastrophic Dwelling Fire. 4:36 
MONTANA 
Catastrophic Dwelling Fire, Feb. 2, 1987. 4:37 
Library Fire, June 1987. 3:27 
MONTREAL, CANADA 
Global Agreement on Ozone Layer Protocol Signed. 2:23 
High-Rise Office Building Fire, Oct. 26, 1986. 1:64 
MORRIS, RICHARD 
Member Profile Column on. 6:9 
MOTEL FIRES 
Arizona, March 1987. 1:19 
Residential, Bungalow, Texas, August 1987. 4:14 
MOTOR HOME FIRES 
California, July 1987. 3:129 
California, July 19, 1987. 4:44 
South Carolina, Sept. 5, 1987. 4:43 
MULTI-USE OCCUPANCY FIRES 
Iowa, November 1987. 6:18 
Pier Complex, June 8, 1987. 6:35 
MULTIPLE-DEATH FIRES, U.S 
See Catastrophic Fires, 1987. 4:32 
MULTIPLE-OCCUPANCY BUILDING FIRES 
High Rise, New York, N.Y., Jan. 11, 1988. 5:72 
MULTIPLE-OCCUPANCY FIRES 
Connecticut, Feb. 10, 1987. 4:37 
Motor Home Fire, July 19, 1987. 4:44 


NATIONAL FIRE PROTECTION RESEARCH FOUNDATION 
Research on Flammable Liquids Stored in Containers. 4:84 
NEBRASKA 
Catastrophic Dwelling Fire, Jan. 26, 1987. 4:37 
NEVADA 
Lumber Supply Store Fire, January 1987. 1:19 
NEW HAMPSHIRE 
Duplex Dwelling Fire, January 1987. 1:18 
Dwelling Fire, January 1987. 1:17 
Dwelling Fire, April 1987. 2:18 
Dwelling Fire, Underground House, July 1987. 4:13 
NEW JERSEY 
Catastrophic Dwelling Fire, Nov. 10, 1987. 4:36 
Catastrophic, Dwelling Fire, New Jersey, April 20, 1987. 4:3 
Condominium-Under-Construction Fire, January 1987. 1:7 
Dwelling Fire, June 1987. 3:28 
Multi-Use Occupancy Fire, June 8, 1987. 6:35 
Multiple-Vehicle Fire, Sept. 27, 1987. 4:43 
Pier Fire, February 1987. 
School Fire, October 1987. 5:17 
NEW YORK STATE 
Building Truss Manufacturing Plant Fire, Jan. 18, 1987. 6:33 
Building-Under-Renovation Fire. Restaurant, March 1987. 


5 
5 


Catastrophic Apartment Complex Fire, March 22, 1987. 4:35 
Catastrophic Dwelling Fire, Jan. 28, 1987. 4:37 
Catastrophic Dwelling Fire, Feb. 6, 1987. 4:37 
Catastrophic Store Fire, April 8, 1987. 4:41 

Fatal Apartment Building Fire, May 31, 1987. 6:28 

Propane Distribution Plant Fire, April 1987. 2:20 

Store Fires, July 21, 1987. 4:41 

Telephone Switching Station Fire, Feb. 18, 1987. 6:31 
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Warehouse Fire, May 6, 1987. 6:37 
Warehouse Fire, Oct. 13, 1987. 6:35 
NEW YORK, N.Y. 
Fatal High-Rise Fire, Jan. 11, 1988. 5:72 
NEWARK, N.J. 
Fatal Apartment Building Fire. 6:42 
NFPA 
1987 National Firesafety Poster Contest Winner. 4:46 
1988 Fire Prevention Week Theme. 5:63 
Learn Not to Burn Foundation’s First Year. 3:62 
Membership Increase, 1985-1987. 1:31 
New Fire Statistics Reports, 1988. 3:87 
Ninety-Second Annual Meeting, Wrap-Up on. 4:45 
Revision of Fireworks Code, 1988. 4:58 
NFPA ANNUAL MEETING, 1988 
Highlights of 1988 Meeting. 2:36 
L.A.‘s the Place! 2:32 
NFPA CODES AND STANDARDS 
1121L, Standards Council Actions on, 1988. 6:59 
Harmonizing Fire Codes with Building Codes. 6:21 
Standards-Making Process, Legal Aspects Involving. 2:24 
How NFPA Standards-Making Process Works. 2:24 
NFPA CODES, STANDARDS, ETC. 
13D and Residential Sprinklers. 2:51 
13D, Residential Sprinklers. 5:51 
1125, Model Rocket Motors Code, Developed. 4:61 
Residential Sprinklers. A Closer Look at Standards for. 2:51 
NFPA FIRE ANALYSIS DIVISION 
One-Stop Data Shop. 3:90 
Reports Answer Question on Statistics NFPA Members Ask. 
3:87 
NFPA LEARN NOT TO BURN PROGRAM 
Success in Spartanburg County, S.C. 3:11 
NFPA MEMBER ADVISORY COUNCIL 
Representatives of, 1988. 3:112 
NFPA MEMBERSHIP 
Increase in, 1985-1987. 1:31 
NFPA SECTIONS 
Lodging Industry Section, New. 4:43 
Three New Sections Signal Growth. 3:4 
NFPA STANDARDS ACTION 
On 72H and 1221, Fall 1987. 1:52 
NFPA STANDARDS COUNCIL 
Changes to Regulations Governing Committee Projects, 
1987. 3:19 
NIGHT CLUB FIRE 
Exit Problems, Cocoanut Grove, Boston, Mass., 
NORTH CAROLINA 
EMS Helicopter Fire, Jan. 8, 1987. 4:43 
Store Fire, January 1987. 1:20 
Warehouse Fire, March 1987. 2:22 
NUCLEAR ACCIDENT 
Chernobyl, Russia, April 26, 1986. 5:67 
NUCLEAR POWER STATION FIRE: 
Chernobyl, Russia, April 26, 1986. 5:67 


OFFICE BUILDING FIRES 
Florida, Dec. 6, 1987. 
Michigan, Nov. 3, 1987. 6:: 
Montreal, Canada, Oct. 26, 1986. 1:64 
Virginia, April 1987. 2:20 
OHIO 
Automotive Paint Warehouse Fire, May 27, 1987. 6:34 
Catastrophic Duplex Dwelling Fire, July 15, 1987. 4:38 
Catastrophic Dwelling Fire, Dec. 7, 1987. 4: 
Catastrophic Dwelling Fire, Dec. 18, 1987. = 36 
Fatal Dwelling Fire, December 1987. 6:14 
Health Care Fac. for Mentally Handicapped Fire, June 1987. 
3:28 
Home for Mentally Retarded Fire, Jan. 24, 1987. 4:41 
Iron and Steel Manufacturing Plant Fire, April 22, 1987. 6:33 
Metal Product Manufacturing Plant Fire, Nov. 21, 1987. 6:33 
Supermarket Fire, February 1987. 1:20 
Truck/Automobile Crash, Fire, Ohio, July 3, 1987. 4:43 
Warehouse Fire, May 27, 1987. 2:65 
OIL PIPELINE FIRE 
Texas, April 1987. 2:21 
OKLAHOMA 
Mobile Home Fire, Jan. 8, 1987. 4:36 
School Fire, August 1987. 4:13 
ONTARIO, CANADA 
Building-Under-Construction Fire, May 1987. 3:31 
Store-Under Renovation Fire, July 1987. 4:17 
OPPAU, GERMANY 
Explosion, Chemical Plant, Sept. 21, 1921. 3:54 
OREGON 
Apartment Building Fire, May 1987. 3:29 
Catastrophic Dwelling Fire, Dec. 20, 1987. 4:38 
Fatal Automobile Fire, July 1987. 4:18 
Forest, Dwelling Fire, Aug. 30, 1987. 6:38 
Forest Fire, July 14, 1987. 6:38 
Forest Fire, July 15, 1987. 6:38 
Forest Fires, Aug. 30, 1987. 6:38 
School Fire, March 1987 7 
Wildland Fires in 1987. 6:30 
Wood Products Mill Fire, Nov. 8, 1987. 6:33 
OXYGEN 
Fueled Hospital Fire. 1:17 
Fuels Hospital Fire. 3:27 
OZONE 
Conference on Halon Issue, Switzerland, June, 1988. 6:47 


PAMPA, TEXAS 

Chemical Manufacturing Plant Fire, Nov. 14, 1987. 6:25 
PANELING 

Fire Spread by. 4:38 

Wood, Fire Spread by. 4:14, 4:38, 4:41 


1942. 6:45 
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PARAFFIN 
Factor in Fire Spread. 6:33 
PASADENA, CALIFORNIA 
Fatal Store Fire. 6:45 
PATIENT, PSYCHIATRIC 
Fire Started by. 2:18 
PAUL C. LAMB AWARD 
J. Armand Burgun, 1988 Recipient. 4:45 
PENNSYLVANIA 
= Home for Mentally Retarded Fire, Sept. 25, 1987. 
Catastrophic Dwelling Fire, Jan. 10, 1987. 4:37 
Catastrophic Dwelling Fire, Nov. 21, 1987. 4:38 
Fatal Dwelling Fire, Dec. 23, 1986. 5:25 
Health Care Facility Fire, March 1987. 2:18 
Manufacturing Plant Fire, Dec. 15, 1987. 4:41 
Mobile Home Fire, Feb. 12, 1987. 4:37 
Rowhouse Fire, February 1987. 1:18 
Warehouse Fire, December 1987. 6:19 
PESHTIGO, WIS. 
Forest Fire, Oct. 8, 1897. 3:51 
PIER FIRES 
New Jersey, February 1987. 1:22 
New Jersey, Sept. 22, 1987. 6:35 
PIPELINE FIRE 
Oil, Texas, April 1987. 2:21 
PITTSBURGH, PA. 
Home-for-Aged Fire. 6:45 
PLAYHOUSE FIRES 
Children’s, Illinois, April 1987. 2:19 
Children’s, US Statistics, 1981-85. 2:20 
POLYURETHANE FOAM 
Should it be Banned? 3:68 
PRISON FIRES 
Atlanta, Ga., Nov. 23 
Louisiana, 1987. 
St. John, New Brunswick. 6:76 
PROFILES COLUMN 
Biermann, Richard. 1:11 
Brunacini, Chief Alan V. 4:7 
Jensen, Rolf H. 3:8 
Meldrum, Donald. 2:11 
Morris, Richard. 6:9 
Snell, Dr. Jack E. 5:9 
PROPANE 
Fire Involving. 2:20 
Explosion. 2:20 
PROPANE DISTRIBUTION PLANT FIRE 
New York State, April 1987. 2:20 


RADIANT HEAT 
From Lumberyard Fire Ignites Combustibles in Mfg. Plant. 
5:21 
REISS, MARTIN (MICKEY) 
Interview With, on Nuisance Alarms. 1:57 
RESIDENTIAL FIRES 
Patterns in U.S. Catastrophic Fires, 1987. 4:32 
RESTAURANT FIRES 
California, March 1987. 2:17 
Exit Problems, Beverly Hills Supper Club, Ky., 
Fiorida, Dec. 6, 1987. 6:38 
Iowa, November 1987. 6:18 
New York State, March 1987. 2:22 
RHODE ISLAND 
Building-Under Renovation Fire, September 1987. 5:87 
RICHTER MAGNITUDE SCALE 
Use of, to Measure Earthquakes. 4:28 
ROAD FLARE 
Used in Incendiary Warehouse Fire. 6:19 
ROCKET FUEL 
Fire Involving. 4:41 
ROCKET MOTORS, MODEL 
New NFPA Code for Manufacture of. 4:61 
ROOF 
Collapses During Fire. 2:21, 2:65, 6:26, 6:31, 6:33, 6:34, 6:35 
Truss Collapses During Fire. 6:3: 
ROOFS 
California Regulations for, in Wildland Areas. 3:5 
ROWHOUSE FIRE 
Pennsylvania, February 1987. 1:18 


SAN FRANCISCO, CALIF. 
Earthquake, 1906. 4:21 
Post-Earthquake Fire Preparedness Plan. 4:27 
SAWDUST 
Fire Involving. 6:33, 6:37 
SCHOOL FIRES 
College, Michigan, March 1987. 2:17 
Elementary, Oklahoma, August 1987. 4:13 
Elementary School, Oregon, March 1987. 2:17 
High School, Illinois, July 1987. 4:13 
High School, Virginia, December 1987. 6:14 
Junior High School, New Jersey, October 1987. 5:17 
Middle School, Washington State, June 1987. 3:27 
SEAT PLEASANT, MD. 
Fatal Dwelling Fire, 1987. 4:33 
SECURITY PROVISIONS 
And Fire Deaths. 6:40 
Crime Prevention vs. Firesafety. 6:40 
Factor in Beverly Hills Supper Club Fire, Kentucky 1977. 6:45 
Factor in Cocoanut Grove Night Club Fire, Boston, Mass., 
1942. 6:45 
Factor in Fatal Fire, Charleston, S.C. 6:42 
Factor in Fatal Fire, Newark, N.J. 6:42 
Factor in Fatal Fire, Pasadena, Calif. 6:45 
Factor in Fatal Fire, Pittsburgh, Pa. 6:45 
Factor in Fatal Fire, St. Andrews, S.C. 6:45 


, 1987. 6:29 


1977. 6:45 


Factor in Fatal Fires, Dallas, Texas. 6:42 
Jails Pose Special Problems. 6:76 
When They Threaten Firesafety. 6:40 
SERVICE STATION FIRE 
Florida, May 1i, 1987. 4:41 
SHERWIN-WILLIAMS WAREHOUSE FIRE 
Dayton, Ohio, May 27, 1987. 2:65 
SHIP FIRE 
S.S. Sultana, Mississippi River, April 27, 1865. 3:51 
SHOPPING CENTER FIRES 
Tennessee, December 1987. 6:18 
Texas, July 9, 1987. 6:37 
Wisconsin, July 1987. 4:16 
SKYLIGHT 
Factor in Smoke Spread. 4:16 
SMOKE BOMB 
Fire Started by. 2:19 
SMOKE DETECTOR NOT A FACTOR IN FIRE 
Battery Removed. 4:38 
Disconnected. 4:36 
SMOKE DETECTORS 
1988 Fire Prevention Week Theme. 5:63 
Battery Missing, Contributed to Fatal Fire. 5:18 
Photo Beam Detectors in Hostile Environments. 4:53 
SMOKE DETECTORS, SATISFACTORY PERFORMANCE 4:4, 
4:35 
SMOKING MATERIALS 
Cause of Hotel Fire, California, December 1987. 6:16 
Careless Disposal of, Cause of Fatal Fire. 6:42 
Careless Disposal of, Possibie Forest Fire Cause. 6:38 
Careless Use of, Cause of Fatal Fire. 2:18 
Cause of Fatal Catastrophic Fire, New Jersey, 1987. 4:36 
Fatal Fire Possibly Started by. 6:19 
Probable Cause of Fatal Fire. 3:28 
US. Fire Problem, NFPA Report on. 3:89 
SNELL, DR. JACK E 
Member Profile Column on. 5:9 
SODA (SOFT DRINK) 
Extinguishes Restaurant Fire, Freak Occurrence. 2:94 
SOUTH CAROLINA 
Flammable Liquid Storage Tank Fire, June 20, 1987. 6:35 
Manufacturing Plant Fire, August 1987. 4:18 
Mobile Home Fire, Feb. _ 1987. 4:38 
Motor Home Fire, Sept. 5, 1987. 4:43 
SOUTH DAKOTA 
Catastrophic Dwelling Fire, March 1, 1987. 4:37 
SOUTHGATE, KY 
Beverly Hills Supper Club Fire, 1977. 6:45 
SOVIET UNION 
Chernobyl Nuclear Explosion, Fire, April 26, 1986. 5:67 
SPARKS 
Cutting Torch, Ignite Cardboard Boxes. 6:34 
Electrical, Ignite Leaking Natural Gas. 6:35 
Electrical Lift Truck, Ignite Flammable Liquid. 2:65 
From Bulldozer Battery Cable, Ignite Debris. 6:38 
Possibly Ignited Gasoline Vapors. 6:14 
Propane Torch, Cause of Fire. 3:31 
Welding Torch, Ignite Lacquer Thinner. 6:34 
Welding or Cutting Torch, Cause of Fire. 6:33 
SPONTANEOUS IGNITION 
Carpet Strips Soaked in Oil-Based Sealer. 4:17 
Chemical Reaction of Mixed Incompatible Materials. 3:30 
Flammable Liquids and Combustibles in Closet. 5:18 
Mop Soaked in Grain Sealer. 2:21 
Oil-Soaked Rags in Plastic Bags. 4:16 
SPRAY BOOTH 
Fire Originated in. 6:34 
SPRINKLER SYSTEM 
Lack of, Factor in Fatal Fire. 6:28, 6:45 
Lack of, Factor in Large-Loss Fire. 6:37 
SPRINKLER SYSTEM, NOT A FACTOR IN FIRE 
Shut Down for Maintenance. 6:34 
SPRINKLER SYSTEM, RESIDENTIAL 
According to NFPA 13D. 5:57 
Active Programs in U.S. 5:48 
Development of. 5:47 
Idea Whose Time has Almost Come. 5:46 
Programs Under Consideration in U.S. 5:52 
Satisfactory Performance. 6:14 
Two Fires Illustrate Effectiveness. 5:60 
SPRINKLER SYSTEM, SATISFACTORY PERFORMANCE 1:20, 
2:18, 2:20, 2:22, 3:4, 3:27, 3:28, 3:30, 4:16, 4:17, 4:18, 5:20, 5:21, 
5:61, 6:14, 6:16, 6:19 
SPRINKLER SYSTEM, SATISFACTORY PERFORMANCE 
US. Residential. 5:59 
SPRINKLER SYSTEM, UNSATISFACTORY PERFORMANCE 
4:35, 6:34, 
SPRINKLER SYSTEM, UNSATISFACTORY PERFORMANCE 
Blocked Manifold. 2:22 
Break at Water Main. 6:37 
Deluge System Overpowered by Fire. 
Inadequate for Occupancy Hazard. 6:35 
Inoperable. 4:43 
Overpowered and Damaged by Fire. 2:6 
Overpowered by Fire. 6:26, 6:28, 6:34, 6:3: 
Overpowered by Fire and Explosion. 6:: 
Overpowered by Numerous Fires. 6:29 
Roof Collapses. 6:31, 6:33 
SPRINKLER SYSTEMS 
For Hotels, Field Tests of, Fort Lauderdale, Fla. 3:45 
In Hotels, Proposed U.S. Legislation on. 3:40 
SPRINKLERS 
Lack of, Factor in Large-Loss Fire. 6:31 
Residential, NFPA Standards for. 2:51 
SPRINKLERS NOT A FACTOR IN FIRE 
Fire Originated in Unsprinklered Area. 4:16 
No Sprinklers in Fire Area. 1:21 
SPRINKLERS, UNSATISFACTORY PERFORMANCE 
Overpowered by Aircraft-Crash Fire. 4:35 
ST. ANDREWS, S.C. 
Fatal Camper Trailer Fire. 6:45 
ST. JOHN, NEW BRUNSWICK 
Prison Fire. 6:76 
STABLE FIRE 
California, January 1987. 1:22 





STAIRWAY 
Fire Spread up. 1:67, 1:69 
Smoke Spread up. 1:65 
STAIRWAY, OPEN 
Factor in Fatal Fire. 2:19, 4:37, 4:38 
Factor in Fatal Dwelling Fire. 4:36 
Fatal Fire Spread Up. 4:36 
Fire Spread Up. 6:42 
STAIRWAYS 
Fatal Fire Spread Up. 4:33, 4:35 
STANDARDS COUNCIL NOTES COLUMN 
Changes to Regulations Governing Committee Projects, 
1987. 3:19 
Council's 1987 Activities. 2:80 
Guide for NFPA Committee Officers Issued, 1988. 4:83 
Guidelines and Training for NFPA Committee Officers. 1:76 
New Council Policies, 1988. 4:69 
NFPA Honors Outstanding Members. 5:7 
Update on 1988 Actions of Council. 6:59 
STATIC ELECTRICITY 
Ignites Oil Mist in Pipeline Rupture. 2:21 
STORAGE FACILITIES FIRE 


STORAGE TANK FIRE 

LP-Gas Tank Facility Fire, Texas, January 1987. 1:22 
STORE FIRES 

Appliances, June 1, 1987. 6:37 

Bakery, New York State, July 21, 1987. 4:41 

Department Store, Indiana, March 1987. 2:20 

Grocery, New York State, April 8, 1987. 

Hardware, Tennessee, May 1987. 3:30 

Lumber Supplies, Nevada, January 1987 

Plumbing Supplies, New York State, July 21, 1987. 4:41 

Sporting Goods, California. 6:42, 6:45 

Store-Under-Renovation in Mall, Ontario, Canada. 4:17 

Supermarket, Massachusetts, September 1987. 5:20 

Supermarket, Ohio, February 1987. 1:19, 1:20 

Used Goods, California, August 1987. 4:14 

Videotape Rental, North Carolina, January 1987. 1:20 
STOVE FIRES 

Coal, Improper Fueling Probable Fatal Fire Cause. 1:18 

Gas, Fatal Fire Cause. 4:38 

Wood-Burning, Fatal Fire Cause. 4:37 

Wood-Burning, Possible Fatal Fire Cause. 4:36 
STOVE, COAL 

Improper Refueling Probable Cause of Fatal Fire. 1:18 
SWITZERLAND 

Conference on Halon-Ozone Issue, June, 1988. 6:47 


TANK FIRES 
Gasoline, South Carolina, June 20, 1987. 6:35 
LP-Gas, Texas, January 1987. 1:22 
TANK TRUCK FIRE 
Escaping Vapors Ignite at Tank Facility. 1:22 
TELEPHONE SWITCHING STATION FIRE 
New York State, Feb. 18, 1987. 6:31 
TENNESSEE 
Fatal Shopping Center Fire, December 1987. 6:18 
Hotel Fire, June 1987. 3:28 
Store Fire, May 1987. 3:30 
TEXAS 
Automobile Fire, August 1987. 4:14 
Catastrophic Apartment Complex Fire, March 22, 1987 
Catastrophic Dwelling Complex Fire, March 7, 1987. 4:: 
Chemical Manufacturing Plant Fire, Nov. 14, 1987. 6:31 
Chemical Processing Plant Fire, Nov. 14, 1987. 4:41 
Dwelling Fire, November 1987. 5:17 
Electronic Equip. Manufacturing Plant Fire, Aug. 13, 1987 
6:31 
Fatal Residential Motel Fire, August 1987. 4:14 
LP-Gas Tank Facility Fire, January 1987. 1:22 
Manufacturing Plant Fire, November 1987. 6:18 
Mobile Home Fire, Nov. 27, 1987. 4:36 
Oil Pipeline Fire, April 1987. 2:21 
Shopping Center Fire, July 9, 1987. 6:37 
Warehouse Fire, Oct. 8, 1987. 6:34 
TOKYO, JAPAN 
Earthquake, 1923. 4:21 
TORCH 
Acetylene, Ignites Cotton in Harvesting Machine, Field. 5:88 
Propane, Ignites Wood Framing. 5:87 
Propane, Used to Burn Weeds, Fire Cause. 3:31 
Welding or Cutting, Ignites Combustibles. 6:33 
Welding, Ignites Lacquer Thinner. 6:34 
TORNADO 
Cuts Off Power, Fire Results. 6:18 
TRANSFORMER FIRES 
California, July 1987. 4:16 
Minimizing Hazards of. 1:73 
Vault, Transformer Fire. 4:16 
TRASH 
Container, Fire Started in. 4:41 
TRASH COMPACTOR 
Catastrophic Apartment Complex Fire Started in. 4:35 
TRUCK FIRES (SEE ALSO VEHICLE FIRES) 
LP-Gas Vapors From Transport Ignited at Tank Facility. 1:22 
Tractor Trailer/Automobile Collision, April 20, 1987. 4:44 
TRUSSES, WOOD 
Fire Performance of. 2:57 


UNDERWRITERS LABORATORIES, INC. 
Standards and Tests for Smoke Detectors. 1:45 
UNITED STATES 
Active Residential Sprinkler Programs. 5:48 
Arson Trends and Patterns, NFPA Report on. 3:89 
Burn Injuries, NFPA Report on. 3:90 
Deaths in Catastrophic Fires in Non-Residential Structures, 
1987. 4:41 


Deadliest Fires and Explosions in 1900s. 3:48 

Deaths in Non-Structure Catastrophic Fires, 1987. 4:43 
Fire Death Plateau in, 1982-88. 5:39 

Fire Department Profile, NFPA Report on. 3:90 

Fire Loss in 1987. 5:33 

Fireworks Accidents, 1987. 4:56 


Home Heating Fire Patterns and Trends, NFPA Report on. 


3:89 
Incendiary, Suspicious Fires in 1987. 5:41 
Large-Loss Fires During 1987. 6:24 
Multiple-Death Fires, 1987 (see Catastrophic Fires). 4:32 
NFPA Overview Report on Fire Problems. 3:87 
Residential Fire Deaths in Catastrophic Fires, 1987. 4:35 
Residential Sprinkler Programs Under Consideration. 5:52 
Smoking Material Fire Problem, NFPA Report on. 3:89 
UNWANTED ALARMS 
And Smoke Detectors. 1:43 
How One City Deals with Problem of. 1:57 
UTAH 
Manufacturing Plant Fire, Dec. 29, 1987. 4:41 
Vehicle Fire (Van), May 30, 1987. 4:43 
UTILITY CHASES 
Nonfirestopped, Fire Spread Through. 6:16 


VAGRANT 
Fatal Fire Caused by. 4:43 
Fire Caused by. 2:19 

VAPORS 
Butane, Cause of Fatal Explosion. 4:41 
Flammable, Fire Cause. 3:29 
Gasoline, Cause of Fatal Fire. 6:14 
Gasoline, Ignited by Match. 3:29 
Gasoline, Ignited by Propane Heater. 1:75 
LP-Gas, Ignited at Tank Facility. 1:22 


VAPORS, FLAMMABLE 
Adhesive, Ignited by Conveyor Heating Element. 5:21 
Butane, Cause of Fatal Explosion. 4:41 
Fire Cause. 2:22, 3:29 
Gasoline, Cause of Fatal Fire. 6:14 
Gasoline, Ignited by Propane Heater. 1:75 
LP-Gas, Ignited at Tank Facility. 1:22 
Lacquer, Ignited by Arc, Probable Fire Cause. 5:18 
Methyl Alcohol, Ignited by Lab Burner. 5:17 
VAULT TRANSFORMER 
Fire Involving. 4:16 
VEHICLE FIRES 
Automobile, Massachusetts, October 1987. 5:88 
Bulldozer, Sparks from Battery Cable Ignite Debris. 6:38 
Camper Trailer, Victims Trapped by Padlocked Door. 6:45 
Forklift Truck Engine Ignites Paint Chemicals. 6:26 
Forklift Truck Ignites Propane Vapors. 2:22 
Multi-Vehicle, Arizona, April 20, 1987. 
Multi-Vehicle, Louisiana, Aug. 16, 1987. 4:44 
Multiple-Vehicle, New Jersey Turnpike, Sept. 27, 1987. 4:43 
Pickup Truck Camper Cab Used as Makeshift Dwelling. 6:19 
Sparks from Electric Lift Truck Ignite Flammable Liquid. 
2:65 
Tank Truck Vapors Ignited at Tank Facility. 1:2: 
Truck-Automobile Crash, Ohio, July 3, 1987. 4:4: 
Van, Parked in Warehouse. 6:35 
Van, Utah, May 30, 1987. 4:43 
VENTILATION 
Inadequate, Factor in Flammable Vapor Fire. 3:29 
VENTS 
Heat, Fire Spread Through. 6:16 
VENTS, ROOF 
Smoke and Fire Escaped Through. 2:69 
VERMONT 
Library Fire, October 1987. 6:14 
VERTICAL FIRE SPREAD 
In Buildings with Aluminum Curtain Walls. 3:75 
VERTICAL OPENINGS (SEE ALSO STAIRWAYS) 
Dumbwaiter Shaft, Fire Spread Up. 6:38 
VIRGINIA 
High-Rise Office Building Fire, April 1987. 2:20 
Hospital Fire, January 1987. 1:17 
Manufacturing Plant Fire, April 1987. 2:22 
School Fire, December 1987. 6:14 
Warehouse Fire, August 1987. 4:16 


WALL COVERINGS, TEXTILE 

ASTM E-84 as Predictor of Fire Performance. 1:24 
WALLS 

Aluminum Curtain, How Fire Spreads Along. 3:75 

Aluminum Curtain, Tests of Fire Spread. 3:75 

Concrete, Prevent Fire Spread. 2:71 

Exterior, Current Code Provisions for. 3:84 

Fire-Rated, Contained Fire. 5:20 

Improperly Protected Openings, Fire Spread Through. 6:33 

Nonfirestopped, Fire Spread Through. 1:19 

Nonfirestopped, Fire Spread Through. 5:87 

Nonfirestopped Penetrations, Fire Spread Through. 1:19 
WALLS, FIRE 

Breached by Fire. 2:65 

Failed. 6:31 

Fail in Sherwin-Williams Warehouse Fire. 2:65 
WAREHOUSE COMPLEX FIRES 

Michigan, March 12, 1987. 4:43 
WAREHOUSE FIRES 

Arizona, July 6, 1987. 6:37 

Automotive Paint, Dayton, Ohio, May 27, 1987. 2:65, 6:26, 6:34 

Baled Cotton, Sept. 22, 1987. 6:35 

California, July 25, 1987. 6:35 

Chemical, Plastic Products, Georgia, Oct. 27, 1987. 6:35 

Detroit, Mich., 1987. 4:72 

Garments, Connecticut, July 8, 1987. 6:34 


Hardware, Plumbing Equipment, May 6, 1987. 6:37 
Idle Manufacturing Machinery, Virginia, August 1987. 4:16 
Missouri, Nov. 27, 1987. 6:34 
North Carolina, March 1987. 2:22 
Paint and Varnish, Pennsylvania, December 1987. 6:19 
Plastic Toys, Oct. 13, 1987. 6:35 
Retail, Garland, Texas, Oct. 8, 1987. 6:26, 6:34 
School Supplies, Michigan, March 14, 1987. 6:35 
Shredded Paper, Minnesota, March 1987 
WASHINGTON STATE 
Laboratory Fire, June 1987. 3:31 
School Fire, June !987. 3:27 
WEED BURNER 
Propane, Cause of Store Fire. 1:19 
WEST VIRGINIA 
Mobile Home Fire, Sept. 24, 1987. 4:36 
WILDLAND FIRE HAZARD MANAGEMENT 
California Roof-Covering Regulations for. 3:35 
Government Involved in. 3:32 
WILDLAND FIRES 
Bland Mountain, Oreg., July, 1987. 6:30 
California, May 5, 1987. 6:38 
California, July 29, 1987. 6:38 
California Roof-Covering Regulations Involving. 3:35 
Canyon Mountain, Oreg., Sept., 1987. 6:30 
Government Involvement in Legislation Involving. 3:32 
Oregon, Aug. 30, 1987. 6:38 
Oregon, July 14, 1987. 6:38 
a Complex, Siskiyou National Forest, Oreg., Nov., 1987. 
230 
WILDLAND/URBAN FIRE MANAGEMENT 
Government Regulations Involving. 3:32 
WIND 
Carried Burning Brands That Ignited Structures. 3:29 
Contributed to Fire Severitv. 6:31 
Factor in Fire Spread. 1:19, 6:35, 6:37, 6:38 
Factor in Forest Fire Spread. 6:38 
Factor in Start of Hospital Fire. 3:28 
Fire Spread by. 6:35 
Intensified Forest Fire, California, May 5, 1987. 6:38 
WINDOWS 
Fell, Fire Spread into Building through. 3:27 
Plastic, Involved in Incendiary Fire. 4:13 
Radiant Heat Spread Through, Fire Cause. 5:21 
WISCONSIN 
Catastrophic Dwelling Fire, March 10, 1987. 
Catastrophic Dwelling Fire, Sept. 30, 1987. 4:35 
Catastrophic Dwelling Fire, Oct. 15, 1987. 4:35 
Condominium Fire, August 1987. 4:14 
Shopping Center Fire, July 1987. 4:16 
WOOD TRUSSES 
Fire Performance of. 2:57 
WYOMING 
Building-Under-Demolition fire, October 1987. 5:87 
Store Fires. 5:87 
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